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M Eh?. OR ANDUM FOR : 


SUBJECT 


Deputy Director (Support) 

A DP Study of the G££i«# pi Security 


REFERENCE : Metro from DDS to D/Sec etui Gbia£» A DPS, 

dtc* 13 Jan 45* subji A DP Study of the Cilice 
of Security 


1. in accordance with tl>® reference, i wish to report that 
the A DP Stall baa submitted its study on the .conversion of the 
SPED OS Index System. A cony of such report and my reply .there* 
to are attach*- d. Yea will note that this Office eadwrroa the A DP 
report and it* r e c oirju »e r datlcmo with certain limitations regarding 
personnel, equipment, space, and funds. 

2L If further information is required in answer to your 
referenced u •• r raors ndum, I would be picas ed to give you further 
Information l>. necessary. 


JlGlfliU 

Sheffield Edwards 
Director of Security 


Attachments 


Distribution: 


Orig. 


It 1 - 
1 - 
1 - 


Adse. 

es/os 

Chrono 


m -J£— MV em *r °JllS r C 

omg comp — *« - j ~ r — Tm — * — < r > 

or:c class Jal... pages — ZZ — rev class 

JViT NEXT REV sk&JA . — AUTHs j 


ES/OS:^^^^^ (25 Jan 63 - X6840) , 

Approved For Release 2000/08/17 : C l^-RDP7l-040 Q7AOp0800060 006-2 


- — ■■ 



